To:  Way,  Steven[way. steven@epa.gov];  Ackerman,  Joyce[Ackerman. Joyce@epa.gov] 

From:  Sandoval,  Joni 

Sent:  Tue  8/11/2015  5:17:15  PM 

Subject:  FW:  DO  WORK  ...STATEMENT  OF  WORK  ITEMS  for  the  new  DO  specific  to  GOLD  KING 

BLOWOUT 

Hey  Guys, 

Steve  was  already  updating  the  SOW  for  ER  so  I'm  assuming  we  can  just  add  this  to  the  TO? 

That  sound  ok  Steve  or  are  you  too  busy  now? 

— Original  Message — 

From:  Griswold,  Hays 

Sent:  T uesday , August  11,201510:10  AM 

To:  Sandoval,  Joni;  Ackerman,  Joyce 

Subject:  DO  WORK  ...STATEMENT  OF  WORK  ITEMS  for  the  new  DO  specific  to  GOLD  KING 
BLOWOUT 

In  addition  to  the  initial  boiler  plate  language... 

1 . Provide  an  emergency  treatment  system  using  material  available  onsite. 

2.  Provide  site  security 

3.  Provide  office  space 

4.  Provide  mine  waste  rock  removal  and  mine  dump  stabilization  as  directed  by  the  OSC. 

5.  Provide  a portable  water  treatment  system  capable  of  treating  the  mine  water  at  a potential  flow  of 
1000  gpm.  The  water  quality  of  effluent  to  be  determined  by  EPA. 

Possibly  more  later 

Hays 

Sent  from  my  iPad 
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